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3,125 (a) 


FACILITIES. < 5 ENERAL. 

The blue painu'pJastic ceating around Ibe upper S/or lower horisonial metal cylirnJfical pipes which fasten a 
artchdr th$ chain link fauna haa started 10 paeLllaka'chip awai^. Sortie oi thesa pairiL^plaatin casting piecas have 
fallen onlo the din in areas of ihree of the tiger's enclosures (Chandon. Jelly, & Tahar). 


These peellng,'llaking/ohipplng pieces of coating may contain loxic chemicals which can pose a risk of injury, 
ilirtess, Of poisoning toi these animals if ingested. 

Enclosures shall be kept in good repair to prelect the animals From injury. 

Correct by March 5 , 20 t 4 


The ej«il interview was conducted on-sile with the licensee's representative. 


ROBERT BRANDES, D Y M 


By; 

ROBERT BRANDES, D V M USBA, APHIS. Animal Care 
Title; VETERINARY MEDICAL OFFICER Inspectrtr 2&0£ 
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